ETag: "fea56ee53976985ef47312564664e013"
authorization: LOW FL16hzUzUWaZT77E:REDACTED_BY_IA_S3
connection: TE, close
content-length: 82864989
expect: 100-continue
host: s3.us.archive.org
te: deflate,gzip;q=0.3
user-agent: ias3upload/0.7.1
x-amz-auto-make-bucket: 1
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-collection: opensource
x-archive-meta-creator: Tyson, E.
x-archive-meta-date: 1753-01-01
x-archive-meta-description: Vipera Caudi-Sona Americana, Or the Anatomy of a Rattle-Snake, Dissected at the Repository of the Royal Society in January 1682/3 by Edw. Tyson M.D. Coll. Med. Lond. Cand. & R. S. Soc Tyson, E Philosophical Transactions (1683-1775). 1753-01-01. 13:25–46
x-archive-meta-identifier-doi: 10.1098/rstl.1683.0010
x-archive-meta-journal-title: Philosophical Transactions (1683-1775)
x-archive-meta-journal-volume: 13
x-archive-meta-language: eng
x-archive-meta-licenseurl: http://creativecommons.org/publicdomain/mark/1.0/
x-archive-meta-mediatype: texts
x-archive-meta-originalurl: http://dx.doi.org/10.1098/rstl.1683.0010
x-archive-meta-page-ending: 46
x-archive-meta-page-starting: 25
x-archive-meta-publisher: Royal Society of London
x-archive-meta-title: Vipera Caudi-Sona Americana, Or the Anatomy of a Rattle-Snake, Dissected at the Repository of the Royal Society in January 1682/3 by Edw. Tyson M.D. Coll. Med. Lond. Cand. & R. S. Soc.
x-archive-meta01-subject: Proceedings of the Royal Society of London
x-archive-meta02-subject: Philosophical Transactions of the Royal Society
x-upload-date: 2011-07-26T20:36:41.000Z
